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UNCLASSIFIED 

PAGE 01 PARIS 19178 241431Z 

42 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 COME-OO /026 W 

051701 

R 241427Z JUL 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 1580 

UNCLAS PARIS 19178 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO FR 

SUBJECT: INADEQUATE DIRECTIONS FOR USE BLOOD 
OXYGENATING DEVICE 

REF: A-4698 

1. REFAIR REQUESTED POST CONTACT CHEVALIER FRERES AND 
ETABLISSEMENTS PAUL LOUIS TO DETERMINE IF CONSIGNEES 
RECEIVED NEW INSTRUCTIONS FROM MANUFACTURER OF BLOOD 
OXYGENATOR. 

2. CHEVALIER FRERES STATED THAT THEIR FIRM IS NO LONGER 
HANDLING THIS EQUIPMENT. 

3. POST CONTACTED MR. BIZOT, COMMERCIAL MANAGER, 

EDWARDS DIVISION, AMERICAN HOSPITAL SUPPLY FRANCE, 25 
RUE MARBEUF, 75008 PARIS (FORMERLY ETABLISSEMENTS PAUL 
LOUIS). MR. BIZOT STATED THAT HE HAD NOT RECEIVED NEW 
INSTRUCTIONS FROM MANUFACTURER BUT THAT HE WAS AWARE 
OF PROBLEMS CONCERNING BLOOD OXYGENATOR DEVICE. HE SAID 
FIRM HAD SOLD SOME DEVICES FOR EXPERIMENTAL PURPOSES, 

BUT NONE WERE BEING UTILIZED DIRECTLY BY PATIENTS. 

POST PROVIDED FIRM WITH COPY OF REFAIR. 
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